E APPENDIX A Bulletin # 
SECTION: | pes ete 


PRICE LIST AND OPTIONS 


The following prices are in effect July 1, 1974, and are subject to change without 
notice. 


STANDARD SYSTEMS 


Order Basic System Basic Parallel Basic Serial(403E6) Basic Serial(407A) 

Qty. #6-920 Sys. #6-920-921/933* Sys. #6-920-922 "Sys. #6-920-951 
1 $3,110. Ea. $3,605. Ea. $4,050, Ea. $4,150. Ea. 

2 2,855. 3, 310. 3,775. 3,873. 

3 2, 630. 3,055, 3,035. 3, 625, 

4 2,450. 2, 840. 3, 330. 3,423. 

5 2, 305, 2,670. . 3,165. 3,25 fe 

6 2,195. 2,495. 3,040. 3, 130. 

7 2,120. 2,410, 24:935% 3, 038. 

8 2,070. 2, 350. 2, 860, 2,972, 

9 2,030. 2, 305, — 2,810. 2,915, 
10 2,010, 2,280. 2, 785, 2, 878, 


LARGER QUANTITIES QUOTED ON REQUEST 


Interface Options Part Number Price 
Keyboard Interface(For use with 6-921, 6-922, 6-951 © 6-923 $ 160. Ea. oe 
and 6-948) 
Keyboard Interface (For use with 6-920 only) 6-935 475, Ea. ** 
Data Switch Interface/CRT(For use with 6-920 only) 6-947 990. Ea, ** 
FIFO Buffered Vocabulary ROM Interface(For use with | 
6-920 only) 6-948 985. Ea. ** 

256 byte ROM storage 1,095. Ea. # ** 

512 byte ROM storage 1,205. Ea, # ** 

768 byte ROM storage | 1,315. Ea, # ** 

1024 byte ROM storage 1,425, Ea. # ** 
FIFO Buffered Parallel Interface (For use with 6-949 653. Ea, ** 
6-920 only) , 


Notes: * System 6-921 buffered, System 6-933 Unbuffered 
* * Subject to quantity discount for multiple orders. 
# Price does not include programming of ROM storage. 


OPTIONS: 


Item Description Part No. Price 
External Pitch Control 6-934 $¢ 50. # £=£Ea. 
Busy-Out Option 6-944 50. Ea. 

Keyboard Options 
Phonetic Kybd. (For use with portable case) 6-924 875, Ea. 
Phonetic Kybd. Stand-Alone Unit 6-925 875. Ea. 
ROM/ Phonetic Kybd. (For use with portable case) 6-930 875. Ea. 
ROM/ Phonetic Kybd. Stand-Alone Unit 6-931 875, Ea. 


Cabinet Options 


Portable Case (Leather portable case for mounting 


of synthesizer and keyboard assembly) 6-911 200. Ea. 

ROM Portable Case (same as 6-911 above to be 

used with 6-948) 6-932 200. = Ea. 

Stand-Alone Cabinet for table or portable case 

mounting 6-926 (55, Ba. 

19'' Computer Rack Mount, Horizontal 6-927 40. Ea. 
Speaker/Amplifier Options 

Speaker, High Quality, Encl. (Office Type) 6-906 150. Ea. 

Speaker, Public Address (Factory Type) 6-912 150. Ea. 

Speaker/Amplifier, External Amplifier and 

speaker system with tone control 6-907 200. Ea. 

External Amplifier with tone control 6-915 105. Ea. 


ORDER TERMS & CONDITIONS 


TERMS: 10th & 25th Net 
F,O. B.: Our Plant, Troy, Michigan 


DELIVERY: 60 to 90 Days from receipt of order 


WARRANTY: The Equipment sold hereunder is warranted against defects in workmanship 
and materials under normal use and service for a period of 120 days from the date of 
delivery, when installed and operated in accordance with the Users! Manual provided by 
FSW. Any defect in such Equipment shall be corrected by FSW at no charge, provided 
Buyer returns the defective unit, transportation prepaid, to VOCAL INTERFACE DIVISION 
of FEDERAL SCREW WORKS, at 500 Stephenson Highway, Troy, Michigan 48084. FSW shall 
pay the cost of returning the repaired equipment to Buyer. Compliance with this provision 
by Buyer shall be a condition of this Warranty. THIS WARRANTY IS EXPRESSLY IN LIEU 
OF ALL OTHER WARRANTIES, EXPRESS OR IMPLIED, INCLUDING ANY WARRANTIES 
OF MERCHANTABILITY OR FITNESS. FSW shall have no responsibility for consequential 
damages arising out of or in connection with the use or performance of Equipment, 


Delivery of Equipment ordered hereunder shall be made F.O.B. Federal's plant. FSW shall 
not be liable for damages or penalty for delay in delivery, or for failure to give notice of 
delay, when such delay is due to the elements, acts of God, acts of the Buyer, acts of civil 
or military authority, fires or floods, riots, strikes, labor disputes, accidents to or failure 
of machinery, delays in transportation, delays in delivery by FSW's vendors, or any cause 
of the foregoing or of any other nature beyond the reasonable control of FSW. The delivery 
date shall be deemed extended for a period of time equal to the time lost due to any delay 
excusable under this clause. 


